DEDICATION 


of 


THE KENNETH E. NORRIS BUILDING 


SIR GEORGE WILLIAMS UNIVERSITY 


November 29, 1964 


The Kenneth E. Norris Building of 


Sir George Williams University, is named 


to honour the memory of the late Dr. 


Kenneth E. Norris who was Principal of 


Sir George Williams College from 1936 


until 1956, 


INVOCATION 
Douglass Burns Clarke 
Vice-Principal 
SIR GEORGE WILLIAMS UNIVERSITY 
B. W. Roberts 
Chancellor 
KENNETH E. NORRIS 
Henry F. Hall 
Principal Emeritus 
UNVEILING OF PLAQUE 


Mrs. Kenneth E. Norris 


and 
Robert C. Rae 
Principal 


RECEPTION IN BIRKS HALL 


